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SOURCE:  Palmquist and Sendlein, 1975.
FIGURE 4.6   The Growth of Contamination Enclaves Through Timeay be composed primarily of lignite to subbituminous coal, un that would normally control the vertical movement of ground wa or may not be present. In such an area, a greater degree of h interconnection would be expected and mines will dewater large In general, the hydraulic system below the coal seam should no affected by the surface coal mine.
